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El An abbreviated version of this protocol was published in eLIFE in Oct 2019 
Tonotopic and non-auditory organization of the mouse dorsal inferior colliculus revealed by two-photon imaging 


DOI: 10.7554/eLife.49091 


Related files 


Headplate&CraniotomyForBioprotocol_202109.docx ® 


How to cite:(Readers should cite both the Bio-protocol preprint and the original research article where this protocol was used) 


1. Wong, A. B. and Borst, J. (2021). Headplate and cranial window surgery for two-photon imaging of inferior colliculus in transgenic mice. Bio-protocol 
Preprint. bio-protocol.org/prep1381. 


2. Wong, A. B. and Borst, J. G. G.(2019). Tonotopic and non-auditory organization of the mouse dorsal inferior colliculus revealed by two-photon 
imaging. eLIFE. DOI: 10.7554/eLife.49091 


Copyright: Content may be subjected to copyright. 


